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Message Text 


UNCLASSIFIED 

PAGE 01 STRASB 00103 04I72IZ 
53 

ACTION EB- 11 

INFO OCT-01 EUR-25 ISO-00 COME-00 PA-04 PRS-01 USIA-15 

DRC-01 RSC-01 /059W 

011955 

P041630ZJUN74 
FM AMCONSUL STRASBOURG 
TO AMEMBASSY PARIS PRIORITY 
INFO SECSTATE WASHDC PRIORITY 0708 

UNCLAS STRASBOURG 103 


E.0. 11652: N/A 
TAGS: BBAK, FR 

SUBJECT: FIRE DESTROYS JOHNS MANVILLE PLANT IN NORTH-EASTERN 
FRANCE 

DEPT PLEASE PASS COMMERCE 

THE MAIN PRODUCTION UNIT OF AMERICAN SUBSIDIARY JOHNS 
MANVILLE IN WISSEMBOURG DESTROYED BY EIRE WHICH BROKE OUT 
AT 1 AM MARCH 4. PLANT SPECIALIZED IN BUILDING BOARDS, 
INSULATION, AND FILTERS. ACCORDING TO PRESS, DAMAGES 
AMOUNT TO 41,000,000 ERANCS OR OVER NINE MILLION DOLLARS. 

NO ONE INJURED BUT DISASTER UNEMPLOYS 130 WHO APPARENTLY 
AND EORTUNAZELY COVERED BY SOCIAL INSURANCE. CAUSE OF FIRE 
UNKNOWN. WOODS 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 04 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STRASB00103 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740141-0654 
From: STRASBOURG 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 974/newtext/t1 9740675/aaaacmww.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 5 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 JUL 2002 by phillir0>; APPROVED <08 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FIRE DESTROYS JOHNS MANVILLE PLANT IN NORTH-EASTERN FRANCE 
TAGS: BBAK, FR 
To: PARIS 
Type: TE 
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